Attachment A to December 1, 1998 annual report of Nicotine Yield Rating Information 
submitted by Philip Morris Incorporated to the Massachusetts Department of Public Health 


The most recent nicotine level reported to the Federal Trade Commission (“FTC”), as published 
in the FTC Report entitled “Report of ‘Tar/ Nicotine , and Carbon Monoxide 
of the Smoke of1249 Varieties of Domestic Cigarettes for the Year 1995” , 
which was issued in January 1998, for each brand style and generic cigarette manufactured by 
Philip Morris and distributed within the Commonwealth of Massachusetts. 



Brand 


Sub-Brand 

“Nicotine’ 

1 

Alpine 

100 

F 

SP 

Men 

1.1 

2 

Alpine 

100 

F 

SP 

Lt Men 

0.7 

3 

Alpine 

King 

F 

HP 

FF Men 

1.0 

4 

Alpine 

King 

F 

HP 

Lt Men 

0.7 

5 

Alpine 

King 

F 

SP 

LtMen 

0.7 

6 

Alpine 

King 

F 

SP 

Men 

1.0 

7 

Basic 

100 

F 

SP 

Ultra Lt 

0.5 

8 

Basic 

100 

F 

SP 

FFMen 

1.0 

9 

Basic 

100 

F 

SP 

Lt Men 

0.7 

10 

Basic 

100 

F 

SP 

Lt 

0.7 

11 

Basic 

100 

F 

SP 


1.0 

12 

Basic 

King 

F 

SP 


1.0 

13 

Basic 

King 

F 

SP 

Lt 

0.7 

14 

Basic 

King 

F 

SP 

FF Men 

0.9 

15 

Basic 

King 

F 

SP 

Ultra Lt 

0.4 

16 

Basic 

King 

F 

SP 

LtMen 

0.7 

17 

Basic 

King 

NF 

SP 


1.6 

18 

Basic 

King 

F 

HP 


1.0 

19 

Basic 

King 

F 

HP 

Men 

1.0 

20 

Basic 

King 

F 

HP 

Lt 

0.7 

21 

Benson & Hedges 

100 

F 

HP 

Ultra Lt Men Dlx 

0.5 

22 

Benson & Hedges 

100 

F 

HP 

Men 

1.1 

23 

Benson & Hedges 

100 

F 

HP 

Ultra Lt Dlx 

0.5 

24 

Benson & Hedges 

100 

F 

HP 

Lt 

0.8 

25 

Benson & Hedges 

100 

F 

HP 

Lt Men 

0.8 

26 

Benson & Hedges 

100 

F 

HP 


1.1 

27 

Benson & Hedges 

100 

F 

SP 

Lt 

0.8 

28 

Benson & Hedges 

100 

F 

SP 

Men 

1.1 

29 

Benson & Hedges 

100 

F 

SP 

LtMen 

0.8 

30 

Benson & Hedges 

100 

F 

SP 


1.1 

31 

Benson & Hedges 

King 

F 

HP 


1.1 

32 

Benson & Hedges 

King 

F 

SP 

M Filter 

0.8 

33 

Best Buy 

100 

F 

SP 

FF Generic 

1.0 

34 

Best Buy 

100 

F 

SP 

Ultra Lt Generic 

0.5 

35 

Best Buy 

100 

F 

SP 

FF Men Generic 

1.0 

36 

Best Buy 

100 

F 

SP 

Lt Men Generic 

0.7 

37 

Best Buy 

100 

F 

SP 

Lt Generic 

0.8 

38 

Best Buy 

King 

F 

SP 

FF Men Generic 

1.0 

39 

Best Buy 

King 

F 

SP 

Ultra Lt Generic 

0.5 

40 

Best Buy 

King 

F 

SP 

Lt Generic 

0.7 

41 

Best Buy 

King 

F 

SP 

FF Generic 

1.0 

42 

Best Buy 

King 

F 

SP 

Lt Men Generic 

0.7 

43 

Best Buy 

King 

NF 

SP 

Generic 

1.7 

44 

Bristol 

100 

F 

SP 

Lowest 

0.2 

45 

Bristol 

100 

F 

SP 


1.0 

46 

Bristol 

100 

F 

SP 

Lt Men 

0.7 
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47 

Bristol 

100 

F 

SP 

Lt 

0.7 

48 

Bristol 

100 

F 

SP 

Ultra Lt 

0.5 

49 

Bristol 

King 

F 

SP 

Lowest 

0.1 

50 

Bristol 

King 

F 

SP 

Lt 

0.7 

51 

Bristol 

King 

F 

SP 

LtMen 

0.7 

52 

Bristol 

King 

F 

SP 


1.0 

53 

Bristol 

King 

NF 

SP 


1.7 

54 

Bucks 

King 

F 

SP 


1.0 

55 

Bucks 

King 

F 

SP 

Lt 

0.7 

56 

Cambridge 

100 

F 

SP 

Ultra Lt 

0.4 

57 

Cambridge 

100 

F 

SP 

Lt 

0.7 

58 

Cambridge 

100 

F 

SP 

Lt Men 

0.7 

59 

Cambridge 

100 

F 

SP 

FF 

1.0 

60 

Cambridge 

100 

F 

SP 

Lowest 

0.2 

61 

Cambridge 

King 

F 

SP 

Lt Men 

0.7 

62 

Cambridge 

King 

F 

SP 

Lowest 

0.2 

63 

Cambridge 

King 

F 

SP 

Lt 

0.7 

64 

Cambridge 

King 

F 

SP 

FF 

0.9 

65 

Canadian Players 

Reg 

F 

HP 

Lt 25’s 

1.1 

66 

Canadian Players 

Reg 

F 

HP 

25's 

1.4 

67 

Commander 

King 

NF 

SP 

Comm 

1.7 

68 

Commander 

Reg 

NF 

SP 

Comm 

1.3 

69 

English Oval 

King 

NF 

HP 


1.9 

70 

Genco 

100 

F 

SP 

Lt Generic 

0.8 

71 

Genco 

100 

F 

SP 

Generic 

1.0 

72 

Genco 

100 

F 

SP 

Lt Men Generic 

0.7 

73 

Genco 

100 

F 

SP 

Ultra Lt Generic 

0.5 

74 

Genco 

100 

F 

SP 

FF Men Generic 

1.0 

75 

Genco 

King 

F 

SP 

Lt Men Generic 

0.7 

76 

Genco 

King 

F 

SP 

Lt Generic 

0.7 

77 

Genco 

King 

F 

SP 

Generic 

1.0 

78 

Genco 

King 

F 

SP 

FF Men Generic 

1.0 

79 

Genco 

King 

F 

SP 

Ultra Lt Generic 

0.5 

80 

Genco 

King 

NF 

SP 

Generic 

1.7 

81 

GPA (Renamed Shield 5/95) 

100 

F 

SP 

Ultra Lt Generic 

0.5 

82 

GPA (Renamed Shield 5/95) 

100 

F 

SP 

FF Men Generic 

1.0 

83 

GPA (Renamed Shield 5/95) 

100 

F 

SP 

Generic 

1.0 

84 

GPA (Renamed Shield 5/95) 

100 

F 

SP 

Lt Men Generic 

0.8 

85 

GPA (Renamed Shield 5/95) 

100 

F 

SP 

Lt Generic 

0.8 

86 

GPA (Renamed Shield 5/95) 

King 

F 

SP 

Lt Men Generic 

0.8 

87 

GPA (Renamed Shield 5/95) 

King 

F 

SP 

Lt Generic 

0.8 

88 

GPA (Renamed Shield 5/95) 

King 

F 

SP 

Ultra Lt Generic 

0.5 

89 

GPA (Renamed Shield 5/95) 

King 

F 

SP 

Generic 

1.0 

90 

GPA (Renamed Shield 5/95) 

King 

F 

SP 

FF Men Generic 

1.0 

91 

GPA (Renamed Shield 5/95) 

King 

NF 

SP 

Generic 

1.6 

92 

Marlboro 

100 

F 

HP 

Ultra Lt 

0.5 

93 

Marlboro 

100 

F 

HP 

LtMen 

0.7 

94 

Marlboro 

100 

F 

HP 

Lt 

0.8 

95 

Marlboro 

100 

F 

HP 

Medium 

0.9 

96 

Marlboro 

100 

F 

HP 

Gold Pkg 

1.1 

97 

Marlboro 

100 

F 

SP 

Lt 

0,8 

98 

Marlboro 

100 

F 

SP 

Medium 

0.9 

99 

Marlboro 

100 

F 

SP 

Gold Pkg 

1.1 

100 

Marlboro 

King 

F 

HP 

Lt 

0.8 

101 

Marlboro 

King 

F 

HP 

Lt Men 

0.7 

102 

Marlboro 

King 

F 

HP 

Ultra Lt 

0.5 
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103 

Marlboro 

King 

F 

HP 


1.1 

104 

Marlboro 

King 

F 

HP 

Men 

1.0 

105 

Marlboro 

King 

F 

HP 

Medium 

0.8 

106 

Marlboro 

King 

F 

SP 


1.1 

107 

Marlboro 

King 

F 

SP 

Medium 

0.9 

108 

Marlboro 

King 

F 

SP 

25's 

1.1 

109 

Marlboro 

King 

F 

SP 

Men 

1.1 

110 

Marlboro 

King 

F 

SP 

Lt 

0.8 

111 

Marlboro 

King 

F 

SP 

Lt 25’s 

0.8 

112 

Merit 

100 

F 

HP 

Ultima 

0.2 

113 

Merit 

100 

F 

HP 

Ultra Lt 

0.5 

114 

Merit 

100 

F 

SP 

Ultra Lt 

0.5 

115 

Merit 

100 

F 

SP 

Men 

0.7 

116 

Merit 

100 

F 

SP 

Ultima 

0.2 

117 

Merit 

100 

. F 

SP 


0.7 

118 

Merit 

100 

F 

SP 

Ultra Lt Men 

0.5 

119 

Merit 

King 

F 

HP 

Ultra Lt 

0.4 

120 

Merit 

King 

F 

HP 


0.6 

121 

Merit 

King 

F 

HP 

Ultima 

0.1 

122 

Merit 

King 

F 

SP 


0.6 

123 

Merit 

King 

F 

SP 

Ultra Lt Men 

0.4 

124 

Merit 

King 

F 

SP 

Ultra Lt 

0.4 

125 

Merit 

King 

F 

SP 

Ultima 

0.1 

126 

Merit 

King 

F 

SP 

Men 

0.6 

127 

Parliament 

100 

F 

SP 

Lt 

0.9 

128 

Parliament 

King 

F 

HP 

Lt 

0.6 

129 

Parliament 

King 

F 

SP 

Lt 

0.7 

130 

Players 

100 

F 

HP 

Men 

0.9 

131 

Players 

100 

F 

HP 


1.0 

132 

Players 

100 

F 

SP 

Lt 

0.7 

133 

Players 

100 

F 

SP 

Lt Men 

0.7 

134 

Players 

King 

F 

HP 

Men 

0.8 

135 

Players 

King 

F 

HP 


0.8 

136 

Players 

King 

F 

SP 

Lt Men 

0.7 

137 

Players 

King 

F 

SP 

Lt 

0.7 

138 

Players 

Reg 

NF 

HP 


1.6 

139 

Rothmans 

King 

F 

HP 

25’s 

1.2 

140 

Rothmans 

King 

F 

HP 


1.3 

141 

Rothmans 

King 

F 

HP 

Spe Mild 25’s 

1.1 

142 

Rothmans 

King 

F 

HP 

Spe Mild 

1.2 

143 

Saratoga 

120 

F 

HP 


1.1 

144 

Saratoga 

120 

F 

HP 

Men 

1.1 

145 

Virginia Slims 

100 

F 

HP 

Sup Slim 

0.5 

146 

Virginia Slims 

100 

F 

HP 

Lt Slim 

0.7 

147 

Virginia Slims 

100 

F 

HP 

Lt Men Slim 

0.6 

148 

Virginia Slims 

100 

F 

HP 

Ultra Lt Men Slim 

0.5 

149 

Virginia Slims 

100 

F 

HP 

Men Sup Slim 

0.5 

150 

Virginia Slims 

100 

F 

HP 

Ultra Lt Slim 

0.5 

151 

Virginia Slims 

100 

F 

SP 

Men Slim 

1.1 

152 

Virginia Slims 

100 

F 

SP 

Slim 

1.1 

153 

Virginia Slims 

120 

F 

HP 

Lt Men Slim 

1.0 

154 

Virginia Slims 

120 

F 

HP 

Lt Slim 

1.1 

155 

Vista 

King 

F 

SP 

Lt 

0.8 


Page 3 of 3 


PM300C 


Source: https://www.industrydocuments.ucsf.edu/docs/hqbl0001 



